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SCURCEH: 


1. Lom, Bulgaria /¥3°57'N, 23°14'R7, is © comparatively small Danube 
River port. The main items unloaded at Lom were trucks from the Skoda 
plant in Czechoslovakia and quarter inch wire cable from Hungary. 
Although these items were regarded as war reparations destined for 
the USSR, they were nevertheless unloaded at. Lom. 


2. We unloaded cargoes onto pontooti-type docks, between the railroad 
station and the administration building. The administration building, 
a one-story affair, also housed a guard unit of about 20 men. 
There were no modern unloading machines and items were unloaded by 
hand. 


3. A new, winter port area was being dug out east of the railroad 
station in 1948. No buildings had been started however. It was 
to have ship and barge repair facilities when completed. 


hy S , a ai 3 a 7 . y 
[Krailable at the CTA ab library is a ice tli map of the Lom port area 
prepared by 
25X1X6 


This unovelesto! siermetss fer 89 Gilicials 


Dnty is se oo. 3 e imarest of 
your aia ‘dees eat sarin de issemi- 
nation b report. 

25X1A2g 


RETURN TO GIA 


Sanitized - Approved For Release : CIA-RDP83-00423RODIsbASs0001-9 


pid 


25X1A2g 


